SMALLPOX AXD VACCINATION
comply with every feature of the regula-
tions are licensed and permitted to dis-
tribute this product. The vaccine em-
ployed to-day is a highly refined and
harmless biologic agent, and is a far
different product from that supplied be-
fore the time when the Federal govern-
ment assumed supervisory control of its
manufacture.
Just as the method of preparing vac-
cine virus has been perfected and stand-
ardized, so too the technic of vaccinating
has been improved by the application of
the principles of modern asepsis and the
substitution of a slight superficial lineal
scratch for the former cross-hatching,
cutting and scraping of the skin. A
modern vaccination properly performed
leaves a scar so slight that It cannot be
considered a blemish, and the possibility
of accidental infection is reduced to a
minimum.
The after care of the vaccination site
must always rest largely with the patient